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Deputy Mraaltr (Floats ) 
Inspector General 

Inspector General ' s Survey of 
SR Division, DD/p 


6 OCT 1356 


RSFSREHCE i Cements of DD/P dated 21 Sovaafeer 


!• rec rmwen datlona erf tJie sublet report are approved 
except as noted be lev: 

Recofsnendation 3 : Approved os modified by the coawmts of DD/P. 

Recocsaendation 5: Approved as modified by toe comments of ED/P. 

Recoeaaendation 8: Approval suspended pending completion of a 

on* -year test and report on toe recently 
instituted system in the Division. 

Reconraendation 14: Approved to extent of its feasibility as 

determined by DD/P. 


ReceBBWJdation 15: this shall be left to toe discretion of DD/p. 

Reccmmsndation 19: Shis shall be left to toe discretion of BD/p, 

Recoweendation 20 s Approved to extent of its feasibility as 

determined by Wf ?, 

2, The additional comments of toe BD./P are anted. 

3- DD/P is hereby directed to implement the recommendations of 
the report subject to the exceptions as indicated in paragraph 1 above. 
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